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f*W DOOUttMV CONTAINS IK FOSH AXIOM bFPECTJH® THS NATIOKP.t OIFKNSB 
ON THE U BITCH STATES WITHIN THE HSAtS’MC OP TUB BSSiOttCQS ACT 30 
*1 AND I*. AS ABGNOBO. ITS TRAR<SMI3813tt 03 TH1 SSVSLATION 

op its court mas m mv sahhsr to an unauthorized person is pro- 
oisrreo vt suer akpboducyion op this is pbohiqitcO. 


fol lot i S S f ner<dl ‘ L ^ tiii ficult to orocus in Poland; specifically, the 
following types ol glass are hard to obtain: 

a) Glass tubes for */$u*e & and levej Indicators, 

b) ,T Klinger f s n glass, 

c) ulass for all types of rranomett 3 i*s 0 

d) Glass for caroenter 9 s levels ci 
ej .ater glass (s&klo wodne) 0 

Cj " lndow ’ ' anlri "> **' at little triere is is made from reclaimed glass, 

g) Safety glass for automobile windows called Securite. 

h) Glass for autc^obile headlijhts, 

i) Optical glass ; when spectacles are broken, it takes about 10 day 
celluloid* thG lenseS " Golorsd glasses are usually made from 

j) Sera glasses are practical 1- unobtainable, 

storl Ir2 + % th °r gh obtainable in some areas at the Central Goods 

( entralny Tom To warox^y) (CDT)^ are very expensive* 

k) briri e t S ,!^ a11 t K P + e f, are Ver * dimcult t0 obtain; customers now 
whL g t bl own bottles to pharmacies when they wish medicine or 

hen they want to purchase liquids in other tyoes of stores, 

1} ^srUbLfand SV beakers eXtrenely SCarce e-fciiilly thermometers. 






